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Se 
nche’s masthead showing 
in foreground; pool, pavilion and houses in center, and behind main hotel 
building, Government House seat of our Virgin Islands Government from 
1771-1871 
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or if you have trouble with the lock on your door. 


Areal 
3.0 Ade 


4.50 


Qnitchotler, Lolo + Poppers G 26 Greque 276 
Conor ‘ilad po dl. tg 450 
Row Uvshroome Salad, alo bes 

Smotled Selon ~ Selman Catan 

Estat - Ie dog. 4.60 | dow. 

Couch Frit tht Wunntard Savion | 
Shork Ballo, spray Het - \plamd Specialty a-so 
Crab Sauled Lunt, Ontilter a 
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kamb Chop Mixed Croll 
Ham, Morvancdello 
Qwathuad, e Ham, Viagiwia 
brtdot  Cluckow, sauté Greonotalovre 
dime Browed Oluckes. 20 minutes 
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Suga pot Seaford Clon, 

Sty ene _ Seated lay 

Curvid Brothitte wp Pork Teualerloine 
Auwed @ 12 Bayo 


triad @ a mustard Remoutade 


Rodot deg of danvb, Pen 

Rare filet of Boop Strogenodf 

Rowat woin of Pork Swi orange Auer 
ee 


Froman Rhum Wlvt 200 Calypoo CoLec 
Kahoria Parfait 175 Srawherrtor See Cuan 2.0 
Woun Qpple Pie, Unddar Cheese tr J02 Cuam p75 
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FROM THE WEST INDIES 


Transport home has improved somewhat, but we still don’t recommend it. 
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At Buck Island... Most Girls Go “Topless” 


(For Comanche Pool...please check with management) 


Luncheon Guests have the singular privilege of using the pool facilities at a nominal fee of $1.00 pet person. 
When the Comanche’s swimming pool (the first in the Virgin Islands) was built in '48, 
everyone questioned our sanity. Soon after, we built the Mill (the first since slave days), which, in addition to 
its design for a loving couple, was used to accommodate the fan mill for pumping water to the pool. 
Since then the question of our sanity has been politely overlooked. 
When we opened November 11, 1948, the hotel could accommodate 15 persons (12 in Main Building, 
3 in the Cottage across from Pavilion). At this writing, May '66, we accommodate 75 persons 
in Various buildings. The additions, chronologically, are the Mill, the Bridgehouse, 
the Stag House, the Strand House, the Gate House and the new fourth floor, (main building ). 
The 72! yawl, Comanche, from whence the hotel derives its name, opened the way to scheduled Buck Island 
sailing excursions. Big Duke and his Comanche stew are well known by many. 
The “Comanche”, built in Quincy, Mass. in 1902, was sailed into Christiansted harbour February 1948 
from Cape May, New J sey via Bermuda & St. Thomas. We found the natives friendly. 


